To Whom It May Concern, 


As members of the Z-Wave Alliance and retailers of professional-grade alarm systems and peripherals, Alarm Grid, Inc. is concerned about the potential 
reconfiguration of the lower 900 MHz frequency band. We have thousands of customers using Z-Wave devices for lifestyle enhancement in their homes 
and businesses. In addition, there are two security system manufacturers with wireless sensors that operate in this frequency range. DSC and Qolsys, both 
owned by Johnson Controls, Inc. offer PowerG products which use 915 MHz to provide a tremendous transmitting range for wireless sensors. In addition, 
2GIG, owned by Nice North America has a brand new sensor line that operates within the lower 900 MHz band. 


Our customers will be negatively impacted by a change to the 900 MHz - 928 MHz frequency band. And there are thousands of companies out there like us 
across the United States. Our customers purchased their products in good faith, with a reasonable assumption that they would continue to function for 
years. If you reconfigure the band that their products use and those products no longer function as desired, what recourse will they have? We understand 
that GPS is important, and we hope that NextNav can find a way to achieve their goals, however, to use a sports metaphor we ask that this frequency band 
be left to operate in a way that the players already on the field can continue the game in progress. 


Sincerely, 


Alarm Grid, Inc. 


